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-REMARKS 

The FLIM ELAM station r epo rted 1 has 

been identified on photography of fT~ The station is located at 

47-55N 53-48E, 25 nautical miles northeast of MaJkat. This station appears 
similar to FLIM ELAM Station No 3 on the western shore of Lake Ballthash 
(see CIA/PIC /JR- 1 6/ 6 0, listed above). The Makat station consists of an 
interferometer, a probable instrumentation area (containing a small circular 
concrete pad), a control area, an airfield, and a support area. No timing- 
tone rhombics have been identified. 





